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NOTES AND QUERIES, 
motes. 

Washington's Army Stores at Bethlehem, Penna., from September 
17 to December 24, 1777. 

J777 September 17. — Army wagons loaded with supplies began to 
arrive at Bethlehem, and John Okely received a letter from David 
Eittenhouse with orders from Washington to provide for the storing of 
army stores. They unloaded everywhere and in a few days many more 
arrived — all from French Creek. [17th, 38 wagons; 18th, 24 wagons; 
19th, 9 wagons.] The sulphur, powder and cartridges were stored in 
the old flax house; the provisions and whiskey in the old dyer's house. 
Confusion increases in the town. 

September 23. — The entire heavy baggage and army stores of the 
army in one train of 700 wagons, under command of Colonel Polk of 
North Carolina, with a guard of 200 men, arrived and were parked in 
the lowlands north of the Sun Inn. The following days they were un- 
loaded and ordered to proceed to Trenton to bring all the stores thither. 

September 26. — Up to this time, upwards of 900 wagons are parked 
behind the inn. The army women came with them. 

October 25. — The encampment of Colonel Polk's guard was removed 
to the lowlands, because of the cold winds. 

December 21f. — General Washington's baggage, which for three months 
has been stored here, moved off to-day. 

Commissary General op Prisoners Boudinot to Wimjam Atlee. — 
Camp, April 18, 1778. " .... I heartily feel for our worthy 
General, who ought to be a Saint instead of a mere man. He is sensibly 
effected in everything that touches his Honour, and this is too often 
wounded." 

Welsh Owners of the State House Yard. 

I venture to make a few corrections in connection with the Welsh 
owners of "The State House Yard" lots, mentioned in Mr. C. H. 
Browning's very interesting article in The Pennsylvania Magazine 
for January, 1916. 

On page 87, in referring to the Eees Thomas "woodsawyer" there 
specified as "one of the most prominent men of the Welsh Barony," it 
would seem that Mr. Browning supposes him to be identical with Rees 
Thomas of Merion, who married Martha Awbrey, and was a justice, and 
member of the Provincial Assembly of Pennsylvania; but this is cer- 
tainly wrong. Rees Thomas, the husband of Martha Awbrey, a Welsh 
gentleman whose career in the Province is well known, died in 1742, at 
which time his son, Rees Thomas, Junior, was yet alive. It is there- 
fore quite obvious that neither of these men could be identical with Mr. 
Browning's Rees Thomas "woodsawyer" who was admittedly dead before 
1732. As a matter of fact, it may interest Mr. Browning to learn that 
there were several persons in the Province at that time named Rees 
Thomas, who were not even remotely related to each other. 

Nor is Mr. Browning correct in stating that all but one of the 
Welshmen owning a certain area of the State House Yard were Radnor 
men. Some exceptions are: the above Rees Thomas "woodsawyer," David 
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Powel, John Jarman, from Llangurig (not "Llangerig"), Montgomery- 
shire, and John Roberts "malster." Mr. Browning is also wrong in 
stating (page 87) that the latter is not identical with John Roberts 
"of Pencoid" or Pencoyd. The latter is described both as "gentleman" 
and "malster," a combination of social position and occupation com- 
mon enough in Wales, even in modern times. Under the designation 
of John Roberts of the parish of Llangian, in the county of Carnarvon 
gentlemen, he had a deed dated 30-31 July, 1682 (executed in Wales) 
from Richard Davies, for 150 acres of land to be surveyed to him in 
the Province of Pennsylvania, and which was so surveyed and laid out 
in Merion ("Merion," Glenn, 35, 36, 99; orig. deed and Ms. in hand- 
writing of Rowland Ellis, endorsed "Rich 4 Davies Purchase & Aliena- 
tion," Lib. Hist. So. Pa.). Lot No. 7 of Mr. Browning's paper apper- 
tained as a "bonus" to this purchase. In documents executed after his 
arrival in Pennsylvania, John Roberts of Pencoyd, or Pencoid, Merion, 
late of the parish of Llangian, Carnarvonshire, is frequently called 
"malster" and sometimes "yeoman." I repeat that he was the same 
John Roberts* who became ancestor to the present Pencoyd family. 
There is not the slightest doubt as to that. 

On page 102, James Morgan is described by Mr. Browning as "of 
Radnor township"; but he never set foot in that place. In 1691 he 
sailed for Pennsylvania, was taken fatally ill during the voyage, and 
dying at its termination, was buried at Bohemia Manor, where the 
passengers were landed. The lands which he had purchased in Wales 
descended to his son and heir, John Morgan, to whom they were after- 
wards surveyed. Rowland Ellis states (in connection with lot No. 13 
of Mr. Browning) that Ellis Jones had a deed for 100 acres; that he 
assigned the same (with all rights, which would include the "bonus" 
lot No. 13) to William David, "the said William to John, Morgan;" 
not "James," the latter being long since dead. 

On page 87, Mr. Browning tells us that David James was a mariner, 
and had a son Howell James, both from Glascome. On page 91 he 
informs us that the above Howell James, then of Radnor township, 
married Madeline, daughter of David Kinsey, and was living 10 Nov., 
1695; but on page 100, we are told that David. James, having died, "his 
daughter and sole heir, Mary James," by deed 20 Nov., 1695, sold lot 
No. 16 to D. Powell. Howell James, or another of the name, was living 
in 1699, 1700, perhaps a master mariner and conceivably son to a David 
James; but I do not think that he was son to David James, owner of 
lot No. 15. However, on the other hand, I am reasonably sure that 
Mary James was not "sole heir" to her father; but she was his 
executrix, and empowered to sell his real property. Rowland Ellis 
says so explicitly, and tells us that she conveyed the title to her father's 
lands as "Executrix." She had according to most accounts a brother 
Evan, and a sister Rebecca, who married John Miles (see Pennsylvania 
Magazine, April, 1913, 243). 

The title given by Mr. Browning to land purchased by Peter Edwards, 
including lot No. 4, does not agree with that of Rowland Ellis. The 

*John Roberts of Pencoid, Merion, in an account of himself, says 
that he was the son of Richard Roberts of Llanergan (or Llanengan) 
Carnarvonshire, and that his mother was of the parish of Llangian. 
These parishes adjoin, and are in the Llyn (sometimes written Llun 
in English) peninsula. He speaks of himself, therefore, as "formerly 
of Llyn." His certificate of 1683 calls him "of the county of Car- 
narvon." The deed to him from Richard Davies, 1682, describes him 
as of the parish of Llangian, in the county of Carnarvon. The original 
purchase continued to be held by the Roberts of Pencoyd family, and 
may be yet in their possession. (See "Merion," 98.) 
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latter states that this Peter Edwards purchased from Richard Davies 
100 acres, and sold the same to Thomas Parry, who resold it to Thomas 
Eees. 

On page 102 "Hamhanghobyeholgen" is so given in "Merion," page 
362; but only as a verbatim copy of an entry in the Brooke Bible.* Mr. 
Browning, no doubt, has copied this gibberish without referring to page 
36 of same volume, to "Welsh Founders," Glenn, vol. i., page 194, or 
Pennsylvania Magazine for April, 1913, page 240. The correct spell- 
ing is Llanfihangel Helygen (old Welsh Llanvihangel), meaning the 
Church of St. Michael by the Willows. On same page of Mr. Browning's 
paper, "Llanlanread in Elvel" should read Llansantfraid in Elvel. The 
Thomas Jones designated by Mr. Browning as of this place is described 
as of the parish of Glascombe (or Glascomb) in the original deed. 
Llansantfraid in Elvel and Glascomb are separate parishes, and two 
persons named Thomas Jones went to Pennsylvania from this district 
in Radnorshire. 

It would be interesting if Mr. Browning would give his authority 
for the statement (page 87) in quotations, viz, "'Evan ap Oliver, 
gentleman, from Glascombe,' said to have been a shipmate of Penn, in 
1682." This man is described as Evan Oliver (without any op = son of) 
of Glascombe, in deed 19-20 June, 1682, and was the son of Evan 
Oliver of Glascomb, gentleman, as proved by latter's will. The family 
had assumed the surname of Oliver sometime before.f According to my 
information Evan Oliver did not arrive in Pennsylvania until 1692. 
If (see page 87) the John Jones who was owner of lot No. 10, i.e. was 
nephew to a Thomas Jones of Radnorshire, I fail to understand how Mr. 
Browning makes him the writer of the letter which he cites. Unfor- 
tunately, sure data is not available, but I am not inclined to suppose 
that the William Davies, or David, mentioned in these titles is identical 
with William Davies, the churchman. There were two of the name 
in Radnor. 

I sincerely trust that the above will not be taken by Mr. Browning 
as an adverse criticism of his valuable paper; but simply as an indi- 
cation that we Welshmen take an active interest in the history of our 
kinsmen who helped to found your commonwealth. Mr. Browning's 
method of original research in respect to the early Welsh settlers of 
Pennsylvania is notable; but Welsh pedigrees are full of pitfalls as 
Mr. Browning (unless he is more careful) will, I fear, find out. 

Thomas Allen Glenn. 

Letter of Mrs. Eliza Farmab, 1783. — 

Kinsington, Oct. 25, 1783. 
Dear Mad m 

.... I have been sadly plagued with Ague & Fever three succesif win- 
ters after the British went away and the winter they were here was 
greatly disstrest as our House was Situated between the lines where the 
Americans and British frequently would be fireing at each other which 

was very alarming Mr. Farmar was afraid to leave the 

house with only Sally and I in it for the British had destroyed all our 
fences and one day taken away a waggon load of our winters wood 
which made us feel manny cold days for there was not any to be 
bought for the British cut down all before them notwithstanding we 
thought ourselves well of in comparison to some who sufferd cruelly 



* The transcript was made for me by the late Mr. F. M. Brooke of 
Philadelphia, and is probably merely a copy of a copy. The original, no 
doubt, read Llanvilumghel yr helgen. 

t If Evan Oliver had assumed an ap, after the Welsh custom, he would 
have designated himself Evan op Evan, i.e. Evan, son of Evan. 
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striped of all turnd out and their houses burnt tx ore their Eyes most 
of the houses near us have been ether burnt or p lied down as would 
hare been the case with us if we had not stayd in iu even at the hasard 
of our lives Sally and I did once go near 40 Miles up the country in 
a Waggon loaded with some of our goods in the midst of Dec' Just 
before the battel at Trenton I cannot give you a full discription of the 
distress and Confution that apeard in every face for they gave out that 
the Souldiers was to have their days plunder that terified people to that 
degree that they were happy who got carriages to carry their goods and 
familys off tho some knew not where to go I saw one family of ten 
persons one of which a young woman and her child six weeks old with 
their household goods in two open waggons and tho it had f rose hard 
in the night and then snowd hard they were obliged to goe through it 
and had no place to go to but had preswad[ed] the Waggoner to take 
them to his house tho •an utter stranger I mention this one instance 
of the manny distresses I met with in our journey for the roads were 
so bad that we were 3 days on our journey and sufferd so much on 
M' Farmars account as he would not leave the house which determined 
me when the English did come as he would not leave it then to stay 
with him and take our share of the trouble which I thank God is 
happyly over but I wish it had ended more to the honour of England 
for they have behaved here worse then Savages in their behavior to 
the inhabitants and prisoners not only killing them in cold blood and 
otherwise abuseing them but actually stervd some tho the people of 
Philadelphia made broths and other Victuals and sent to the prison for 
them Cuningham who was the keeper sometimes would not let them 
have it but woud throw it on the ground and tell them to lick it like 
dogs as they were I hope you will not be tired with the lenth of my letter 
for it is so long since I have had an opportunity of writeing to My 
friends that I dont know when to leave of but think it is time to come 
to a conclution Mr Farmar and Sally joins with me in Wishing you 
and yours all the happiness this word can aford and beleive me to be 
dear Madam your Affectionate 
Cousin and humble Serant 
Eliz. Farmar. 

Fbeaes of Lightning, 1752. The following description of some freaks 
of lightning which accompanied a storm that swept through the valley 
northeast of Lehigh Gap, Penna., in 1752, was written a day after the 
incident. The building was rated a large one, for its location in the then 
wilderness. 

May 18, 1752. 

"... Between four and five o'clock p.m. several storms had passed 
over without much fuss, then when we least thought of it and it was 
beginning to clear on*, there was a sudden report, terrible to hear. Lesh 
and I were in Hoffman's room reading, and as the report came, I held 
my hand to my left ear as it hurt. The dogs howled pitifully. As 
Lesh opened the door and we proceeded to see what had happened, we 
were greeted with a powerful smell of sulphur fumes, and the lower we 
went into the house the stronger the fumes. At once we thought the bolt 
had gone down the chimney into the house, but found no fire. Its effects 
were wonderful. The chimney was shattered from top to base: the 
large laths from the ridge of the roof to the windows were splintered 
and the sash of windows smashed. On the second floor the bolt made a 
small hole in the chimney; on the third floor the path of the bolt could 
be traced in a serpentine line, down into the kitchen — also made a hole 
in the wall of a room, where the chimney butts up against the wall. In 
Hoffman's room the stove-pipe was burst. There was a hole in the 
chimney in the kitchen, and the bolt passed into the cellar, and through 
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the wall, piercing a pane of glass and breaking a milk-crock. The two 
dogs appeared to be lamed for an hour, each in a foot and one of the 
cats was singed in the region of the stomach, as though clean shaved 
by a barber. Kancke was right at the chimney place blacking his 
shoes, but the bolt passed without hurting him. The cook stood right 
before the window, which was smashed badly, but not hurt, although a 
piece of the sash was projected across the room with great force. The 
stones of the chimney fell on the outside and near the cellar door 
large boards were wrenched off. The noise made by the bolt was awful." 

A Relic of the Philadelphia Tea Pabty of 1773. 



A CARD. 

HpHE PUBLIC present their Compliments to Messieurs 
* JAMES and DRINKER ... We are informed that you 
have this Day received your Commission to entslave your native 
Country; and, as your frivolous Plea of having received no 
Advice, relative to the scandalous Part you were to act, in the 
Tea Scheme, can no longer serve your Purpose, nor divert our 
Attention; we expect and desire You will immediately inform 
the Public, by a Line or two to be left at the Coffee House, 
Whether you will, or will not, renounce all Pretensions to 
execute that Commission? . . . that WE mat govebn our- 
selves ACCORDINGLY. 

Philadelphia, December 2, 1778. 



Hugh Roberts' Suggestions Regarding the Footway and Cartway 
of Market Street, 1764. — 

To the Gentlemen impotoered to ascertain the breadth of the footways 
in the City of Philadelphia: 

As it has been lately part of my business to assist in making those 
regulations, I beg leave to offer some considerations on the breadth of 
the foot ways, on the North and south sides of the Butchers Shambles, 
being a part that I have particularly observed about 40 years. First 
there was taken out of this 100 foot Street, 28 feet for a Court House 
and Shambles, the major part of which 28, is made a dry paved foot 
way and more used than either of the foot ways on each side, which 
makes a broad foot way on the sides less necessary; and above 10 feet 
more has been taken out of the Cartway for Court house Steps, so that 
it leaves the Cartway there extream narrow on both sides; for this 
reason the brick pavement on the south side was made about 12 feet 
wide, ie not wider than those of the narrowest streets in the City, and 
on the North the brick pavement is 14 feet wide which makes the Cart 
way there 2 feet narrower than on the south: The Butchers Carts 
stand on the North because the Country Market is chiefly kept on the 
South, and all the Pumps are placed on the North side for the advantage 
of the Winter Sun — these incumberances and the extream narrow pas- 
sage in so public a part occasion frequent Squabbles and Contentions 
between drivers of Carriages Horsemen and others, and I never remember 
to have observed or heard of any dispute about a passage on the foot 
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way there, unless where the part has been incumbered with Flax seed 
or other Lumber; and when Fire wood is laid in the Street there 'tis 
often extreamly difficult for a Carriage to pass, for every 50 foot Street 
has more convenience of Cartway for Fire wood — Materials for building 
&c than this 100 foot Street. 

I have once heard it observed, that the footways north and South of 
the Jersey Market are wider and the Cart way in general as narrow 
as against the Butchers Shambles, but when the foregoing reasons are 
considered, and that the Court House Steps contract the passage more 
than 10 feet, and that for one Country Horseman who turns at the 
court house to the East, about forty turn to the West (because all the 
Inns are on the west side) I believe every objection will be obveated. 

As to the uniformity in the breadth of the footways in Market street, 
on the East and West side of second street, it cannot be, without reduc- 
ing the Cart way at least 3 or 4 feet more than it already is on the 
south side the Court House, for an innequality of breadth must be either 
between the East and West side of second street or third street and its 
immeterial in which it is made. 

A few years Since the owners of Houses on the North and South sides 
of Market street, to the westward of the old shambles, made the foot 
ways as wide as they are to the west of the Meal-Market: this incroach- 
ment on the Cart way might then be allow'd, but since the new Shambles 
have been erected and a broad footway made in the Middle, the former pre- 
tence for making wide foot ways on the sides Ceases, or can be maintain'd 
with less reason. I have indeed never heard any other offer'd, why the 
foot ways there should be continued wide, after the necessity of build- 
ing those shambles, than because it was a broad street, the foot ways 
on the sides should be broad in proportion without any further Con- 
sideration. 

I hope you'l please to excuse these Observations, as they arise only 
from a desire of having the Benefits of a regular built City as equally 
distributed as may be to a general Advantage. 

All which I submit to your deliberate Consideration. 

Hugh Roberts 

May 1764. 

Letter op Edwaed Tilghman Jb. to Benjamin Chew. 

[20 Augt. 1776.] 
My dear Sir 

I reced yours of the 13 th Instt last night. You will find by a Letter 
I wrote Betsey Yesterday what were my Sentiments with Respect to my 
Situation, its Irksomeness did not so much arise from the Duty of a 
common Soldier to w" I found myself quite equal as from Circumstances 
of another Nature not worth while to be now mentioned. All that is 
now over. L 4 Sterling commands a Brigade of the best Troops we have 
who are to act as a Corps de reserve and the Duty of a Major Brigade 
being rather too much for one Person, his L 4 ship takes me as an Assist- 
ant. I do not know that any Bank is annexed to this Station, I want 
none, tis enough for me that I am in an elegant House beautifully 
situated on the North River and have my duty to do on Horse back. 
This I hope will make Betsey easy. Return totally uncertain. Now 
for News. 

The Night before last the Gallies & two Fire Ships went up to attack 
the Phoenix & Rose — the Gallies tis said misbehaved — one Fire Ship 
burnd a tender and the other was very near serving the Phoenix in 
like Manner; this Expedition convinced them of the Precariousness of 
their Situation and last Night down they pushed with a fine Tide and 
Gale. At seven this Morning 1 heard a smart Firing up the River & 
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presently they hove in Sight. Each Battery cracked away at them in 
its Turn w* the Ships sometimes bore with great Stoicism and some- 
times returned. No Harm done on either Side — ihat I could see — L d S. 
said several Balls struck. In Truth the Ships did not seem to mind us 
at all & rather directed their Fire ag* the Battery at Paulas Hook. A 
32 Pder from P. Hook struck within 40 yards of us — it made a damnable 
Whistle. The Scene really was entertaining and would doubtless have 
been more so had not they told how many Shot struck & went near the 
House as the Ships went up. The North Kiver being now open is of 
great Advantage to us. 

Yesterday L* Drummond, who I am told has shamefully broken his 
Parole, came with a Flagg to offer Terms as tis said, upon the Basis of 
L* North Conciliatory Plan — To Day there will be another Flagg. What 
will come of it God knows — as to L* Drummond he is only mentioned 
with supreme Contempt & Indignation. The English hardly seem to 
wish to fight. The Season of Southerly winds they have lost and will 
find it difficult to attack now but in open Day. The most is made of our 
Ground — the Eminences all secured. The General seems Care worn. 

Sometime ago I wrote for several Things — The Hunting Shirt I do not 
now want — would wish for all the other Things, direct to me at L" 
Sterlings Quarters. A Horse I must have. Hemsleys I think wont do, 
nor is it proper for me to take him. I must beg you to purchase one for 
me — any thing that is not too low & has a good Carriage. My Saddle 
& Bridle are at home or the Stable — one Stirrup & Leather I know are 
in the Office. My Leather Breeches must be washed & sent — they are 
at home or at Dan Clymers & with them my Boot-Buckles Leather 
Breeches — Buckles and Spurs. A buff waistcoat with a narrow Lace & 
a Scrub Coat to ride in rain with. Two 30 Dollar Bills in a Letter well 
secured. My Cutteau and Belt. The Waistcoat should have the Lace 
taken off I think and cut so as to make a bell regimental Waistcoat & 
the Lace sold for Epilets. Tis worth £5 or £6. Horse &c & Hanger may 
come by some body travelling this Way — enough will be glad of the 
Opportunity. The other Matters may be made into a secure Bundle and 
sent by the Stage. I have six shirts, two more would not be amiss & 
Handkfs — 2 pr Stockings fit for Boots. Horsewhip & if Horse Pistols to 
be had Binks to make Holsters for them & fit them for the Saddle. 
These Things you will be so good as to beg Ben & Billy to manage. 
19 th A Deserter Yesterday — he only brings the old Account of a speedy 
Attack. Hat & Boots I snail buy here. L 4 Drummonds Plan was of his 
own framing but had the Approbation of L d Howe, its Particulars I 
cant relate. I am 

Dear Sir, 
Gen 1 cheers tip. Your most affecte 

Edw 4 Tilghman J r . 

Letter of David Grieb to Gen. Anthony Wayne. — 

Philad« July 5* 1777. 
D r Gen* 

Since my last to you I am Informed by Col Irwin from Carlisle that 
notwithstang the Officers Recruiting haue & are still Using every Pos- 
sible Industry Cannot get one man Country People are giving from a 
Dollar to 10/0 p* Day Wages to labourers which Intirely Prevents any 
success in Recruiting therefore I wish I had your Orders to take all our 
Officers now Recruiting to Camp at least untill havesting is Over &c. 
We have had a Day of Rejoycing here to Celebrate the Anniversary of 
our Independence all the ships of war &c were lined from Opposite to 
the Coffee House down the River & give a Gen 1 discharge two troops of 
Horse Paraded Opposite & give three Cheers between evry thirteen Guns 
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which was the Number every Vessel discharged; in the Afternoon the 
Congress with a Number of other Genl" dined at the City Tarern & 
after dinner drank thirteen Patriotick Toasts after every of which 
thirteen Platoons were fired on the Commons by the Carolina Brigade 
in the Evening the whole City (Except Torry Houses whose Windows 
Paid for their Obstenacy) were Iluminated with lights at every Window 
Cont* till 12 OClock at which time the lights were Ordered to be Ex- 
tinguished a Small detachmen 1 of our Regm* are now on their way from 
Carlisle which shall be sent as soon as Equip'd to Join the Regm'. I 
am now pretty well Recovered & able to goe to Camp when your Honour 
shall think Proper. 

Blankets are very Scarce Capt" McDowell is now Come here & Intends 
to goe to Camp with this detachm' he informs me that Blankets Can be 
got in the Upper part of York & Cumberland Counties I intend to 
Apply for Money from the Clothiers & send there to Purchase them as 
the last detachmen 1 that went to Camp had not one Blanket I believe 
it will be Necessary for me to goe to Carlisle to get the Rem' of Ace*" 
there Little & to Order all down but shall wait your Orders in that 
Respect, & till then am your Honours 

Most Obedient & 

Hbl« Servant 

David Grier 
The Hon bU Gen* Wayne 

Letteb of Emas Boudinot to Gen. Hobatio Gates, 1778. 

Camp Aprill 4" 1778. 
D' Sir 

Having sent orders to M' Peters for the immediate sending forward 
all the Officers detained at Hanover as well as those at York Town, I 
think it necessary to inform you that Generall Lee is permitted to come 
to Camp, and I have entered into the Exchange of Coll Allen for Coll 
Campbell. 
I hope you have rec* my last Letter of the . . . March. 
Am in Haste 

D. Sir, 

Yours &c., 

E. Boudinot 
To the Hon bU Major Gen» Gates 
Presd* of the Board of War. 

Rev. John Shabpe's Joubnai.. — On the fly leaf of the Journal, the 
following baptismal records and a catalogue of books are to be found: — 

1712, Febr 3d. — "I baptized Mary, the daughter of Richard Davis, and 
Hunter, the son of John Scott, Gov'. 

Nov. 80th. — "I bapt. at the house, the daughter of Christian Strait, 
named Maria Magdalene, a Palatine. 

Deo. 28. — "I bapt at the s 4 house, the daughter of Johannes Philip 
Tays, named Christina Elisabeth, a Palatine." 

"A Catalogue of Books given by the Society for propagation of the 
Gospel to His Excy Coll. Hunter which are now given to me to be 
destributed: 

Collection of papers of the Society, 13; Journal of the Society, 10; 
Bp of Lincolns Sermon on Charity, 12 ; Acct of the Charity Schools, 84 ; 
Acct of Scots Hospital at London, 29; Husbandmans Manual, 52; 
Davis's Method of Church, 100; Rebuke to uncleanness, 41; Abridg' of y* 
Bible, 28; Pastoral Letter, 99; Rebuke to drunkness, 38; Exhortation 
to house keeper, 94; Welch, 50; Lords day, 30; Abrig* of y* Bible 26." 

Vol. XL— 24 
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Goodwin Family Records, from the Bible in possession of Mrs. Ethel 
Goodwin O'Daniel, a granddaughter of Hill Chandler Goodwin. 

MARRIAGES. 

James Squier to Ruth Baldwin Jan 2 d 1775 
Abner Chandler to Sarah Hill 1759 
Hill Chandler to Rhoda Squier Nov 4 th 1790 
Siniion Goodwin to Phebe Chandler Sept 5 th 1811 
Mary Ann Goodwin to Artes Pepper 23 rd June 1831 

BIRTHS, 

James Squier — July 1730 
Ruth Baldwin— Sept 2" 1734 

there Children 
Solomon Squier — May 19 th 1756 
Heber Squier Dec 4 th 1757 
Sarah Squier Sep' 19 th 1759 
Ann Squier Nov 29 th 1761 
James Squier Dec 8 th 1762 
Abner Squier May 13 th 1766 
Ruth Squier July 3 d 1768 
Rhoda Squier June 16" 1 1771 
Huldah Squier June 18 th 1774 
Sarah Squier Oct. IS" 1778 
Abner Chandler Feb 17'" 1732 
Sarah Hill 1736 

there Children 
Hill Chandler May 14 th 1761 
Abner Chandler April 10 th 1763 
Philo Chandler Feb 1766 
Uri Chandler 1767 
Lucina Chandler August 12" 1 1769 
Betsy Chandler Jan. 8 th 1772 
Phebe Chandler Jan 30"> 1774 
Luke Chandler Oct 1' 1777 

Daniel Carter Sep' 19 tb 1749 
Molly Carter March Z0 tb 1750 
Marthy Carter March 30 th 1771 

Simeon Goodwin Feb 7 th 1789 
Phebe Chandler July 30 th 1791 

there Children 
Mary Ann Goodwin Feb 5"> 1813 
Hill Chandler Goodwin March 9 th 1815 
Rhoda Ann Goodwin Apriel 30 th 1818 
Hariet Newel Goodwin May 26 th 1820 
Hester Squier Goodwin June 28 th 1822 
John Merrill Goodwin 17 th August 1824 
Sarah Wood Goodwin 7 th Jan 1827 
Simeon Anson Goodwin 6" 1 July 1829 
James Monroe Oct 4 th 1831 
Pheby Elener Jan 27 th 1834 

DEATHS. 
Sarah Squier 26 th Sep 4 1777 
James Squier 12 th Nov 1784 
Ruth Squier 9 th June 1794 
Sarah Squier 29 th Aug* 1797 
Lucina Squier 10" 1 April 179 
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Sarah Chandler 12 th May 1 [torn] 
Phebe Hubbel 6 th March 18 [torn] 
Philo Chandler 4 th April 18 [torn] 
Abner Chandler sen' 19 th June [torn] 
Huldah Reed 23 r4 June [torn] 
Josiah S Johnson 4 th Oc« [torn] 
Hill Chandler 8 th July [torn] 
Luke Chandler SO*" Jan* [torn] 
Roswell S Hopkins 4 th Nov. 1828 
Ruth Hopkins 5 th Jan. 1829 

Betsy Squier 20 th Feb. 1830 

Susanna Merrill 6 th August 1823 
Harriet Goodwin 12 th August 1823 
Simeon Goodwin 17 th August 1823 
Susanna his wife 18 th August 1823 
all of one house 

Nathaniel Gilman 18 th December 1826 
Solomon Squier 20 Febary 1833 
Ann Bills 22 September 1836 
Sarah Gilman 1839. 

Celebrating the King's Bibthday at Bdbijngton, New Jersey, 
1776. — The British officers, prisoners of war in Burlington, New Jersey, 
celebrated their King's birthday, June 4, 1776, on the island in the 
Delaware river opposite to the town, "to which they had retired to 
avoid giving offence." The following song (preserved among the Yeates 
Papers, in the Manuscript Division of the Historical Society of Penn- 
sylvania), was sung on the occasion: 

(.1.) 
O'er Britannia's happy land, 
Ruled by George's mild Command, 
On this bright, auspicious day, 
Loyal Hearts their tribute pay. 
Ever sacred be to mirth 
The day that gave our Monarch Birth. 

(.2.) 
There the Cannons' thundering roar 
Echoes round from shore to shore; 
Royal banners wave on high; 
Drums and trumpets rend the sky. 
Ever sacred, &c. 

(.3.) 
There our Comrades, clad in Arms, 
Long enured to war's alarms, 
Marshall'd all in bright array, 
Welcome this returning day. 
Ever sacred, &c. 

(.4.) 
There the Temples chime their Bells, 
There the pealing anthem swells, 
And the gay and grateful throng 
Sing the loud triumphant Song. 
Ever sacred, Ac. 
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(-5.) 

Nor to Britain's Isle confin'd; 
Many a distant region join'd 
Under George's happy sway, 
Joins to hail this joyful day. 
Ever sacred, &c. 

(-6.) 

O'er this land among the rest, 
Till of late supremely blest, 
George to Sons of Britain dear 
Swell the Song from year to year. 
Ever sacred, &c. 

(.7.) 

Here we now lament to find 
Sons of Britain, fierce and blind, 
Drawn from loyal love astray, 
Hail no more this joyful day. 
Ever sacred, &c. 

(.8.) 

When by foreign Foes dismay'd 
Thankless Sons ye called for aid ; 
Then we gladly fought and bled 
And your Foes in triumph led. 
Ever sacred, &c. 

(.9.) 

3Sbw by fortune's blind Command 
Captives in your hostile land, 
To this lonely spot we stray, 
Here unseen to hail this day. 
Ever sacred, &c. 

(.10.) 

Tho' by fortune thus betray'd 
For a while we seek the Shade, 
Still our loyal Hearts are free, 
Still devoted George to thee. 
Ever sacred, &c. 

(.11.) 

Britain! Empress of the Main, 
Fortune envy's thee in vain; 
Safe while Ocean round thee flows 
Tho' the World were all thy foes. 
Ever sacred, &c. 

(.12.) 

Long as Sun and Moon endure 
Britain's Throne shall stand secure. 
And Great George! thy Royal Line 
There in Splendid Honour Shine. 
Ever sacred be to mirth 
The day that Gave our Monarch Birth. 
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Letter of Richard Peters to the Board of War. — Peters Papers, 
Manuscript Division, Historical Society of Pennsylvania. 

York Town Nov' 10 th 1777 
Gentlemen 

Your Existence as a Board & my Connexion with you as your Secretary 
approaching to a Dissolution, I think it necessary to mention to you 
that the Books & Papers are ready for your Inspection & to be delivered 
over to the Gentlemen appointed by Congress in your Stead except the 
Ordinance Accounts which want posting & will be completed as soon as 
possible. I have the Confidence to think that everything is in the best 
Train the Materials furnished us with would admitt. Proper Returns 
either from the States of the Officers appointed by them in the Conti- 
nental Army their Ranks & Dates of Commission — from the Muster 
Masters Gen 1 of the Numbers & Enlistments of the Army — from the 
Continental Agents of the Stores in their Possession— or from the 
Officers in the Ordinance Department (a few excepted) could never yet 
be obtained altho on a Review of the Letter & Minute Books you will 
percieve repeated & peremptory Requisitions & Orders for these Pur- 
poses have been transmitted from time to time by your Direction & my 
anxious Inclinations to comply with your Desires in these as well as all 
other Parts of the Business. The office however will bear the strictest 
Inspection in every Particular wherein it was possible for me or my 
Assistant to do the Business with any Degree of Exactness or Propriety 
& especially considering that everything was taken up without Precedent 
or much Experience to go by. The Accounts of Contingent Expenses 
are ready & I desire the Board will be pleased to settle them & give me a 
proper Discharge for these as well as the large Sums which have passed 
thro' the Office since its Establishment. 

As Congress have thought proper to overlook me totally in the new 
Appointments in the War Office I am to retire from the public Business 
to that Attention to my private Concerns which my public Avocations 
for near Eighteen Months past in the War Office precluded me from 
paying & by the Neglect of which they have been suffered to run much 
to Ruin. This was a Sacrifice I willingly made while I thought I was 
with much Assiduity doing the public a grateful Service — a Considera- 
tion which cheered me thro' the many Vicissitudes our Affairs have 
undergone since my unsought Appointment to a new, troublesome & 
complicated Department. But it seems I was mistaken & I mention it 
with no other Regret than that the Neglect I have been treated with 
is an implied Censure on my Conduct & the Tongue of Slander is not 
idle especially too as it has some Materials to work with. 

Had I consulted my private Advantage I had long ago sought a 
Return to my private Station. But I thought it exceedingly disreputa- 
ble to desert a public Employment while Difficulties or Dangers pre- 
sented themselves. If the Office I have held had been merely honorary 
I should with equal Cheerfulness & Industry have performed the Duties 
of it. But as it was made pecuniary, Malice may represent the Reward 
as commensurate to the Services done. I on this Consideration submitt 
it to the Hon: Board whether the Sallary of Three hundred Pounds $ 
Annum (none of which I have yet received & for which you can scarcely 
now hire a Clerk of good Abilities) is equal to the Cares & Risque of 
Character in superintending — the Fatigues of executing & the travelling 
& other extraordinary Expences incurred by the Removals of Congress 
in attending the various & important Business of the Department, beside 
the loss which for Want of Attention in me or my Assistant might have 
ensued in the transmitting & paying Twelve Millions of Dollars which 
have passed thro' our Hands in the Course of the Business. Should 
you however not think it proper to apply to Congress for any Enlarge- 
ment of the Allowance from the Beginning as has been done with other 
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Officers I beg the Favour of your Order for the Pittance I am entitled 
to by the Establishment of the Office. When their Business is properly 
delivered over I shall take my respectful Leave of the Board always 
remaining ready to step forth in the Service of my Country whenever 
it shall be thought necessary & in the mean time assuring them that 
I am 

with the greatest Esteem 

their very obed' & most humble 

Servant 
Hon: The Board of War Kichard Peters. 

I shall have everything ready for the Reception for the Commissioners 
on their arrival & I heartily wish they may conduct themselves so as to 
merit that Approbation which all well meant Endeavorers have not the 
good Fortune to meet with. 

Letter of Baron Steuben to Richard Peters, op the Board of War; 

1779.— 
Camp Smiths Clove New York June 12 th 1779. 

Altho' I give to the D— — 1 the Honorable Board of War, I still 
always Except my dear friends Messrs Peters & Pickering; I beg, my 
dear sir, you will make a similar distinction between the Inspector 

General & Baron Steuben — You may d m the first as much as you 

please, but pray, preserve your friendship to the Latter. Yes, my dear 
friend, the Board of War has hurt me considerably by the delay of the 
Regulations: Is it possible to employ only one Bookbinder for a work 
of which the whole army at once are to have Copies, But, no more on 
this subject, I flatter myself that I shall receive 600 Copies by Major 
des Epiniers whom I send on purpose to Philadelphia. 

I desire him at the same time to explain you the particulars of our 
most critical situation, from which I hope we will Extricate Ourselves 
with Glory. Heaven appears in this moment to be a little Torified, but 
I hope we will reconcile him to us, by our Zeal & attachment to the good 
Cause of America. 

What say now our Peace makers; who thought all preparations for 

this Campaign superfluous? Doth yet Mr H y L— - — ns send back 

the Officers who come over here to defend his Country? I believe that 
in order to reconcile Heaven to us we should begin by hanging some 
Merchants who have troubled our affairs in such a manner, by their 
mercantile spirit. 

My respects to Mrs. Peters, and an hundred kisses to my Rake of an 
Aide de Camp, repeat often my name to him, that he may not forget 
me quite. 

I am with the greatest Esteem 

Dear Sir 

Your mo: obed' hu" Servant 
Steuben 
R. Peters, Esq., 

Letter of Thomas Callowhiix to His Daughter Hannah Penn, 
then in Pennsylvania, 1701. 

Bristoll 4'" of the 9" 1 mo 1701 
Deare Hannah 

Thine of the 17 th & 22 a 6mo last came to o' hands & Gave us the 
satisfaction of heareing of yo r health & c . welcom to us. it signified 
Mary Loafly Inclineation to Marriage there and of the want of a Cer- 
tificate of the Cleareness here the Inclosed [illegible] are & Intended 
by [blank] who are goeing hence on the Ben & Hester $ way of Virginia. 
I have duplicate of the same w ch intend W som other hand — wee con- 
tinue in Indifferant good helth. I bless god. Many are in Expectation 
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of yo' sudden coming [illegible] w ch makes me doubt whether this may 
find you at Pensilvania or noe if it doth let it bring to thy Remem- 
brance what I wrott in my former touching my Lands purchased there 
of w ch I expected thy Care & som answere to my satisfaction as also 
of w h thou haue reed fro Thomas Roberts or Thomas Paschall thine of 
the 13 th 2* mo 1700 said thou had reed but 15" 1 pensilvania money fro 
Tho. Paschall & none from Tho. Roberts & since haue not said in any 
letter what is received from Either of them thy letter hints Great un- 
certainty in your setlem* and it is the opinion of B C & other friends 
that you will com over sudenly soe that otherwise thy Mother would 
Incline to send over som nessesaries W* now she omitts because of the 
Uncertainty of its finding thee there — wee are now com to the 16 th 
Instant & in prety good degre of helth, but not without weakenes & 
paines that Attends o r Age and decaying bodys o r Coz Haynes youngest 
daughter Lidia about 3 years of Age Dyed in the small pox yesterday & 
is to be buryed this day last 5 th "days past brought us [illegible] 

that parliment was dissolved and that the King would Ishue out writts 
for a new Election to sitt 30 th x or next. Charles Jones is not yet dead but 
very weake. The swelling in one of his Leggs broke & voids much watter 
&". This letter is now Called for with Deare love fro myselfe & thy 
mother to the Governo* thyselfe Deare Jn° Tishia & Our friends in 
Generall I rest thy Lo ffather 

Tho. Callowhill 
phebe desires to be kindly 
remembred to you. 

Letters of John Nicholls to Pheneas Pemberton, 1688-9. 

Bridport, y" 3 th of y" 1" m» 1688-9 
Deare freinds 

P. Pemberton & H. Baker 
After y* Sallutation of my deare Loue unto you, hearby you may 
know that through the Continewed merceys of y e Lord unto us, I with 
my Brother after about 6 weeks passage Arived In saftye at Plymouth 
In y e west of England & soon after gott Home where wee found our 
Relations & freinds hear Generally well to our mutuall Joy & Comfurt, 
& wee are both at pressent In Helth Blessed bee y e Lord, being fynely 
Recouered since our Coming Home But my Brother was taken againe 
with y" Feaver & Ague before we came from Philadelphia & Continewed 
weak y" Hole voyage And now Deare freinds although wee are out- 
wardly far sepperated one from another, yett you are often In my 
Remembrance & at this tyme doe I Remember you with thoughts of 
vnfayned Loue — youre welfare & prosperotye Every way being that 
which I truely desier, And now freinds as to news I question not but 
youle hear before this Comes to youre Hands of y e sudden Change 
which hath been hear since our Coming Home, however Hearby you 
may know that I 5 th of y e 9 th m" last, y« Prince of Orringe with (as it 
is sopposed) about 18 or 20 thousand men both Horse & ffoot Landed 
In Deuonsheir about 50 miles to y" west of us, & soe passed up y* Coun- 
try, & when they drew near unto y* Kings Armye, many of y" Kings 
soldiers fled unto y* prince & y" Remainder of his Armye Declined to 
fight them; alsoe y" greatest part of y* nobelitye of y 8 nation Joyned 
with y" Prince upon which y" King left y" nation & went Into France, 
& y* Prince is proclaimed King In his steed. But Ireland stands out 
for y" late King, there being by Relation more then 30 thousand men 
In Armes & wee newly Hear that y" King is going from France unto 
them with some thousands of men with Him, what y e Ishue of these 
things may bee, must bee left unto y e Lord — A parliment is Come 
togeather & now sitts, but as yett hath done but little, but I vnder- 
stand they Inclyne to modderation, soe that at pressant I beleive they 
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will Rather Repeale then make Laws for persicution. And now Deare 
freinds I should bee glad to Receive a few Lynes from you as you have 
oppertunitye whereby I might know how it is with you & freinds there- 
away whome I truely Loue & unto whome my Heart was Rightly Joyned 
In y* fellowshipp of Truth — & unto whome my Deare ,Loue at this 
tyme truely Reacheth, perticulerly to Deare Thomas Jannye W m Earlye 
Arthur Cook James Delworth & Nickliss Walln with youre & there 
wives, & hearin I shall Conclude youre Truely Loueing freind 

John Nieholls 
I was lately at Mary Whiteheads House (formerly Mary Warrell) & 
shee with her Husband & Children were well. 

Deare Phenias 

Hearby thou may know that these following Bills are & are like to 
bee payd uiz W m Plumlye Walter Bridgeman Jn° Towne & Jn° East- 
burne unto whome I desier thee deliver up there Bonds, Except W m 
Plumlyes of which as yett hath noe advise of y e mony being payd 
— only a likelyhood thereof — As for John Penquite I dought his Bill 
will come Back protested, y* freind that I Imployed to gett y e mony 
Informes mee that his Father is soe poore that hee doubts of y e pay- 
ment of y e mony — And Rich* Thachers Father alsoe Refuses to pay 
his Bill saying hee owes him not y* mony, which If soe hee was very 
much to Blame to Draw on him for it, wherefore I desier thee lett him 
know that his Bill is like to come Back protested & that hee see & 
prouide to pay thee without delay, for I used him kindly In what hee 
had of mee — I desier thee when thou write to mee, lett mee know how 
people haue payd In what they owed us, & how our plantion Lyes & 
where there is any one Lives on it or not. I haue not oppertunitye 
at pressent to Inlarge wherefore shall Conclude with y* Remembrance 
of myne with my Brothers deare Loue to thee & thy wife thy truely 
Loueing freind 

John Nieholls 

[Endorsed on back] 
To my Loueing ffreind 

Phinias Pemberton 
Liveing neare the Falls 

of Dallaware River 

In 

Pensilvania 

Letters of Jasper and Sarah Yeates, 1776. — (Yeates Papers, Manu- 
script Division, Historical Society of Pennsylvania.) 

Philad* Dec', 4, 1776 
My dear Sally 

I have thrice heard with the greatest Pleasure of your Progress on 
the Road, and have Reason to be extremely pleased with your Removal 
from this Place. Every Thing continues in the greatest Confusion here; 
happy are those People who can get their Families out of Town. Col° 
John Cadwalader has requested Leave of me to store a part of his most 
valuable Furniture in our House. If it should come up to you in my 
Absence, you will please to have it put up in the Garret & have the 
Room locked up. 

I beg you will make yourself easy on my Account. When my Business 
is finished here, I shall return to Lancaster at least for some Time. 
We have received of Congress the Ballance of our Account this Morning 
so that my Mind is at Rest in that Particular. The Indians are to 
have an Audience to morrow & then I shall be engaged for a few Days 
in looking out for Presents for them. We have the Militia accounts at 
Pittsburgh to settle & some other smaller Matters, which I hope will not 
be a Work of Time, I never have more closely attached myself to 
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Business than since I have been down here. I found it absolutely- 
necessary if I wanted my accounts settled: Nothing but this Considera- 
tion could have prevented my going out of Town with you, & I know 
your Love for me will impute it to the true cause? 

Tell the young Ladies that I have just seen M' Craig. All his Family 
is well and desire to be remembered to you. Give my Duty to your 
Grandpapa & Mamma my Love to my Sister M" Hand, Jenny, Miss 
Patty & the Children & Believe me to be most truly 

My dearest Wife 



I have had no Time to write to -i 
Col" Slough. Pray tell him that 
Nothing is or can be done with l- 
Respect to the Matter he in- I 
trusted to my Charge J 



Yours most Affectionately 
J: Yeates 



Lancaster September 14 th 1776. 



Dear M r Yeates 

The only Comfort I have during your absence is in writing to you 
or pereusing your very Affectionate Letters it is but seldom I met 
with an opportunity going your way but I never have nor never shall 
omit writing to you by every Conveyance, I thank you for all those I 
have received and am well convinced of the Sincerity of your Affection. 
The utmost of my desires are to have you safe returned to me again 
oh! when shall I be thus blessed shall I ever be happy again The 
World and all the trifling amusements of it cannot aford me the least 
Pleasure Unless I had You to share them with me and then the least 
would make me happy. Where shall I find out a safe retreat for him 
I love. I once thought the place you are in would secure you from 
danger as I hoped those barbarous Creatures could be hired to be at 
peace with us but if they are determined to be at war with us What a 
dismal prospect lies before us I hope you will make the best of your 
way home Your Commission was for peace and not war. You might 
travel by Night and lye by in the day time, but Good God what have I 
not to fear on all sides if you should be called upon to go to new york 
or thereabouts it is out of the frying pan into the fire M r Slough's 
Battalion marched from here today or rather part of them to give 
their Cotta for the flying Camp some of the Country officers hid them- 
selves he had a good deal of Trouble with many of them. M r P 

G is returned he runs the Gantlet for a Tory & a Coward, he says 

he has all men of Sense on his side & he does not care What Pools 
say such numsculs as is in the Convention. Your Sister Kitty and 
himself got quite warm on that Subject yesterday half jest & half 
earnest they look upon both my Uncles and Andrew Allen in the same 
light keep this to yourself untill we see each other they never where 
reckoned so violent as some but I can hardly think they agree with 
the Present Charectar. The Way my Brother happened to be taken 
was by the Guard neglecting to give him notice that they were going 
to leave the Island I hear that himself and M r Miles sent over to our 
People for their baggage and with all wrote word they where treated 
very well They say they have no Compassion on the Tories that are 
on long Island The Regulars plunder their houses of every thing they 
want 

Jacky Ewing wrote me three very Affectionate letters since he left us 
I got one from the doctor & Jessy by your Sister. M* Young has 
promissed me to get my winter's Wood for me. My dear little daughter 
is standing by me at her request I am to ask you when you will come 
home I am sure your presence would make us all very happy I hope 
when you do come we shall be able to keep you with us. Our little 
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Sally continues lively & I hope will pick up her flesh she is vastly better 
since your sister came home she has four Xeeth two has been these six 
weeks a coming out they gave her a good deal of pain and no doubt has 
been a great means of the lax being so violent All the Family are well 
and desire their kind love to you I am my dear M r Yeates 

Your ever Affectionate & dutifull Wife 
Sarah Yeates 
since I wrote the above I have 

the Pleasure to acquaint you that Jacky Ewing is returned he looks 
very thin I enclose you a letter from Jessy 
Endorsed — To Jasper Yeates Esquire 
at 
Pitts Burgh 



Letteb of Andrew Brown to Jasper Yeates. — 

Sir, 

When I came to this City from Lancaster, I found it imprudent to 
go into New York, the Enemy still having possession of it. I then 
formed a resolution of going into trade, but several gentlemen assured 
me that if I would undertake the direction of a public school, I would 
meet such encouragement as would far exceed any expectations of 
mine in any other business. 

Without much hesitation I accepted of their proposal, employed 
assistance, and opened my English, Mathematical, and French schools 
the 25 ,u of last month, in that large and elegant house built by M' 
Kinnear, the corner of vine and third streets. 

Four days after I began to teach I had students sufficient to support 
me in easy circumstances; and the schools under my direction increase 
daily. 

Nothing gives me affliction but what was suggested to me a few days 
since by M r Slough, viz. that this plan of establishing an Academy in 
Philadelphia, had been formed by me in Lancaster. Col" Miles and 
M r Potts of this City know I had very different views. 

It is extraordinary that any person who knows the conduct of the 
Hubijes, and one or two others towards me, should be a moment at 
a loss for the true cause of my removal to a place where I could be upon 
an equal footing, without involving a whole neighbourhood in a quarrel; 
which must inevitably have been the case had I continued at Lancaster. 

I have just seized a moment to write this, and a line to M r Atlee and 
M r Henry. I have not time to write to M r Zantzinger; please therefore 
to inform him that I saw Miss Elizabeth last Monday, and that she 
was well. 

The late President Read's son and daughters, Col° Miles' sons and 
daughter, Col° Eead's daughters, Col° Morgan's sons and daughters 
&c. &c. &c. are my Pupils. Indeed sir, if you saw our Academy, in 
its present infant state, filled with young Ladies and Gentlemen, all 
belonging to principal Citizens, you would not charge me with lucra- 
tive views in wishing, as I confess I do wish, that your sweet children, 
Miss Mary and Master John, were among the number. 

M" Brown desires that you would be pleased to present her compli- 
ments to M" Yeates, M r ' Ewing, Miss Mary and the Children. 
I am Sir, 

with gratitude and respect, 

Your obliged and obedient 

humble servant, 
Philadelphia And" Brown 

Sept' 3* 1783. 
Jasper Yeates Esq 1 
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If Miss Mary would be so kind as to write to me by Shaffer (for I 
would have no letters sent by your Post) I would consider myself 
infinitely obliged, and I would answer her letters punctually. 

M" Levy came in just as I was folding this, she begs to be remem- 
bered in the most affectionate terms to M." Yeates, M™ Ewing, and Miss 
Mary; and requests that you would be so kind as to ask M r Chambers 
whether he has heard anything lately from M r Levy. 

Letter of Edwabd Shippen to Jaspeb Yeates. 

Lancaster 13 th September 1776 
Dear M r Yeates 

Your favour of the 30 th Ult° I had the pleasure of receiving a few 
days Since by the Express, who I understood had been saying Some- 
thing about the design of the Indians; however, I endeavoured to 
paliate the worst part of the Story; so that M™ Yeates became a good 
deal composed. I also let her know that if the Commissioners thought 
themselves in any Sort of danger, they would immediately pack up, 
& come away. Jacky Ewings came home last night: I have not Seen 
him yet. This goes by Michael Hoofnagle, who promises to call here, 
and at your house to give your folks an opportunity of writing. Peter 
tells me he came to town yesterday; of this, I shall presently inform 
them. Y° wet Season has prevented our getting your pasture ploughed 
& Sowed as M r Slough & myself fully intended should be done; but 
as the waggoners took the Liberty to remove two or three pannells off 
the front of my little pasture for a passage to haul in Logs for the 
Fort, an inlet was given to the cows, who broke down y* fence between 
us, not to mention the Soldiers wives breaking down many of the rails 
by hanging out their Sheets &c. So that had we been able to have 
accomplished our design, all our work would have been in vain. For 
news I refer you to the inclosed Papers. Doctor Shippen wrote me 
t'other day that he found Neddy Burd was missing since y e battle with 
Howe on Long Island; but Doctor Hand writes 30- August, that he was 
a Prisoner, which my Said Brother Doctor now confirms These two 
late accounts I sent to M' Burd, who, yesterday, acknowledged the 
receipt of my Letter, but was Sorry to Say that Several people lately 
from our Camp positively declared that his son was actually Killed; 
however Bradford's paper will put y e matter quite out of doubt. Spring 
and fall, I generally take one ounce of the peruvian bark fasting in a 
morning which is commonly a preventative, by the blessing of god, 
against Spring or Fall fever. An ounce makes just 12 doses for me. 
Jacky Ewings now at our Tea Table is hearty and well and left his 
brothers Jesse and the Doctor in the Same happy Situation at the Camp. 
Michael Hoofnagle called on us just now too: he will give you any 
news he might bring from Tyconderoga &c. 

I take particular notice of the dangerous Situation You are in on 
account of the Indians and if I did not know that the Gentlemen Com- 
missioners fully understood the business they went upon, I would 
humbly advise them to turn their backs upon Sort Pitt and make the 
best of their way home again without a moment's delay. 



at night 

Your affectionate, but poor afflicted Mammy and Miss Patty join with 
me in Love to Your Self wishing you health and happiness, & that you 
have had good Success in your business & will make a Safe return to 
your family. 

We hear that the Justices of the Peace shall be for the future chosen 
by the Freemen of the City and County respectively that is to say two 
persons shall be chosen for each Ward Township or District as y e Law 
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shall hereafter direct and their names shall be returned to the Presi- 
dent and Council who Shall Commissionate one of them for seven years 
except ill behaviour but shall be allowed to take no fees nor any Salary 
except Such as a future Legislature may grant in consideration of 
Expenses 

in the morning 
necessarily incurred by their journeying to and attending on public 
Courts. It is also said that there can be no necessity for, nor use in 
establishing offices of Profit but if any man is called into public 
Service to the prejudice of his private affairs, he has a right to expect 
a reasonable compensation for his Services & when ever any office, 
through increase of Fees, otherwise becomes so profitable as to occasion 
others to petition for it, the Profits ought to be and shall be lessened 
by the Legislature. 

This Letter has been doing at several times, you will excuse me. I 
have been very busy about M r Hamiltons ground rent. Your wife, who 
will write by Michael, and all the family are well. M r Slough & M r 
Atlee return their Compliments Inclosed are the .News Papers I am 
Dear M r Yeates 

Your affectionate & 

Loving Father 

Edw* Shippen 

Letter of Edward Burd to Jasper Yeates: 

This interesting letter contains some account of the great distress 
which the treason of Gen. Arnold caused his wife, the sympathy of Gen. 
Washington for her, as well as the criticism of others. Arnold was 
unworthy of the loyalty of his wife to him. 

Philadelphia Oct. 5 tn 1780 
Dear Sir 

I received both your late Letters & wrote you a long Letter in Answer 
but many Circumstances having since happened I shall not send it. 
The family has been in the deepest Distress & how long it may continue 
I cannot foresee. If M r * Arnold should be sent off to her base Husband 
It will be a heart breaking Thing I am not without hopes that she will 
be permitted to stay. General Washington certifies "that he has every 
Reason to believe she is innocent, & Requests all persons to treat her 
with that Humanity & Tenderness due to her Sex & Virtues." This 
Testimony I am in hopes will serve her. The popular clamor is high, 
a Letter from Andrfi found among her papers in the year 1779 has been 
construed into the beginning of a Correspondence since improved to this 
horrid Issue. The family say there has been no other Letter received 
by her either before or since & it is an Offer of Services in procuring 
& sending her some Millinery from New York to which Task he says he 
was very well qualified by the Experience that he had in Contriv'g the 
Meschianza Dresses. This Offer it is said never was accepted, M" Arnold 
having been before supplied with every Thing of the kind by General 
Arnold who it seems procured it from New York. But the Letter is an 
unfortunate one coming from the very Man who I will not say corrupted 
Arnold (because I believe him capable of the worst actions a Man can 
commit) but who was connected with him in the horrid Plots. The 
Impossibility of so delicate & timorous a Girl as poor Peggy in being 
in the least privy or concerned in so bold & adventurous a plan is great 
& it is impossible she should be engaged in such a wicked one. General 
Arnold came up to her before he went off & told her that an accident 
had happened which obliged him to go into New York. She instantly 
sunk motionless on the Bed where he left her; She continued without 
any Signs of Life for an hour & ahalf & People coming into her Room 
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brought her to herself. She then fell into Hysterick fits in which she 
continued for a longtime & afterward grew frantick, called the people 
about her Murderers, said they wanted to murder her Child — inquired 
for General Washington said she knew he would protect her. He went 
up to her she was told it was General Washington No says she He is 
a Murderer too, he is not General Washington. The tender Heart of 
the Chief could not support the Scene he was obliged to leave her: in 
this State she was a considerable time & at last her Spirits being quite 
exhausted she fell into a kind of Stupor from which she is not yet 
recovered & has not shed a tear for 6 days past; the Consequences of 
these violent Transitions from one kind of Grief to another I am a trifle 
apprehensive of. 

Application has been made to Council for Permission to M" Arnold 
to remain among us & I am in hopes their Disposition is rather favor- 
able to the Request. They sympathize in M' Shippen's Distress & will 
take no Step without first giving him Notice of it. 

When General Washington received Arnold's impudent Letter he threw 
it from him with Indignation saying, "Wretch, did he think I would 
treat M r " Arnold with Humanity for his sake, no, she is far above him 
& Every Tenderness in my Power shall be shown to her." 

#*##**# 

7 th Oct. I have just received your last Letter & did not doubt that 
you would feel at the horrid News for the Distress of the family. Peggy 
is possessed of so many Accomplishments both of body & Mind, that her 
fate seems peculiarly unfortunate. A Girl of the most refined feelings, 
of the most affectionate Disposition & doatingly fond of her Husband 
must be affected in a very extraordinary manner upon such an unhappy 
Event. She keeps her Room & is almost continually on the Bed. Her 
Peace of Mind seems to me intirely destroyed. There is also a Letter 
of hers to General Arnold found among his Papers giving an Account 
of her being at a Concert of the Ministers in which she is free in her 
Observations upon several of the Ladies there & which has given them 
much offence. I do not know who the Ladies are but that kind of 
writing or speech is not commendable, but it seems rather hard that 
those observations which are intended merely for the Eye of a Husband 
should be made publick & criticised upon with severity. 

******* 

Edward Burd. 

Louisiana Ptjbchase. The Hon. S. G. Tucker, writing to Fulwar 
Skipwith, Esq., from Williamsburg, Virginia, December 23, 1803, states: 

"Your notice of the Treaty with France as it respects the extent of the 
Cession comprehended under the name of Louisiana, did not reach me 
until after I had concluded a short pamphlet on the subject, for want 
of some other Occupation, whilst I was at Mr. Coalters. I shall send 
Mr. Monroe the only copy I have to spare, with a request that he will 
transmit it to you, if any opportunity of doing so should offer. The 
Federalists, with their usual consistency, have endeavoured to render 
that acquisition despicable in the Eyes of the public, which six months 
before was beyond all price. These Gentlemen will not agree to accept 
any Boon peaceably. Like those Banditti who always murder when they 
rob, they are above living by honest means." 

Quettee. 

Medical Graduates of the Univebsity op Pennsylvania. — Bio- 
graphical information is asked, or the source whence it can be had, of 
the following medical graduates of the University of Pennsylvania, for 
the Alumni Catalogue now preparing. Information may be sent to 
Ewing Jordan, M.D., 1510 Walnut St., Philadelphia, Penna. 
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Armstrong, Spencer D. 0. 
Banister, Thos. Yelverton 
Bastida, Jos. S. 
Beaumont, John 
Blackwell, Clayton 
Blount, James Warren 
Bradley, B. Warburton 
Brent, Arthur Lee 
Bronaugh, John Mitchell 
Brown, Wm. Howard 
Butler, Peirce Mason 
Caldwell, Groves 
Case, Douglass 
Clark, Arthur 
Clarke, Hiram Opie 
Cluff, Peter Palmer 
Coe, Alfred B. 
Colgin, George J. 
Cook, Chas. 
Cooper, Wm. D. 
Davis, Hugh Johnston 
Dusenbery, James Lawrence N. C. 
Edwards, Lewis Allison D. C. 
Emison, Samuel S. Ky. 

Evans, Stephen B. N. C. 

Fisler, Israel Pa. 

Flagg, Samuel Mass. 

Fox, Benj. P. Fla. 

Gannaway, John Tenn. 

Gibson, Wm. J. Ga. 

Gray, Wm. Va. 

Grice, Samuel D. Va. 

Grimshaw, Arthur H. Pa. 

Grymes, Robert Page Va. 

Gurley, John W. Va. 

Harding, Wm. Va. 

Harris, Alfred W. Tenn. 

Hart, Franklin N. C. 

Hart, Jos. Sackett Pa. 

Heartwell, Chas. P. Va. 

Henderson, George W. Ala. 

Hooks, John James N. C. 

Howard, Henry A. N. C. 

Howell, James C. Ga. 

Humphreys, Samuel Coburn Miss. 
Hurd, Francis Parkman N. H. 
Hutchings, John W. N. C. 

James, Daniel A. Miss. 

Johnston, Wm. L. N. C. 

Lane, Edward M. Miss. 

Leake, Ephraim F. N. J. 

Leary, Wm. James N. C. 

Leonard, Thos. King Fla. 

Livingood, John Tryon Pa. 

Lowther, Samuel J. N. C. 

McConkey. Samuel A. Va. 



Class or 1845. 

Va. 
Va. 
Cuba 
La. 
N.J. 
N.C. 
S.C. 
Va. 
D.C. 
Mo. 
S.C. 
Ala. 
Ohio 
England 
Ky. 
Mo. 
N.Y. 
Ala. 
N.J. 
Va. 
N.C. 



McDowell, Wm. J. 


Ohio 


McElroy, Zenas Collins 


Ohio 


McGinniss, Robert Hedding Ohio 


McLaurin, Hugh C. 


Miss. 


McRae, Wm. P. 


Ala. 


Manning, Joseph F. 


N.C. 


Moore, Cornelius Godwin 




Cotton 


N.C. 


Moore, John M. 


N.C. 


Myers, John Gray Blount 


S.C. 


Naylor, John S. 


Va. 


Neill, Sigismund S. 


Va. 


Nelson, James 


Va. 


Newton, Robert 


Fa. 


Nicholson, Jos. 


Va. 


Owings, Thos. W. 


Ky. 


Patterson, Wm. F. 


Pa. 


Peace, Pleasant P. 


N.C. 


Pender, Joshua 


N.C. 


Pierce, Alexander B. 


N.C. 


Quarles, David W. 


Ky. 


Reamer, Francis C. 


Pa. 


Reese, Wm. Woodward 


N.Y. 


Reeves, Thomas 


N.J. 


Robertson, James E. 


Va. 


Sale, Thos. Joyes 


Ky. 


Seawell, Henry 


N.C. 


Seibert, John 


Md. 


Shaifer, Stephen Pillsworth Miss. 


Shelton, James 


Va. 


Seldener, Richard R. 


Pa. 


Skinner, Chas. H. 


N.C. 


Smith, Charles 


Md. 


Smith, Newton L. 


Ala. 


Smith, Peter 


Tenn. 


Smith, Stark B. 


N.C. 


Stone, Robert King 


D.C. 


Stringfellow, John Henry 


Va. 


Tait or Tate, Wm. C. 


Miss. 


Talbird, Thos. 


S.C. 


Thompson, Lucien M. 


Pa. 


Thorp, Timothy 


Ala. 


Upshur, Hampden Sydney 




Stith 


Va. 


Walker, Horace 


Va. 


Warren, Michael S., Jr. 


Va. 


Warriner, Justin B. 


Pa. 


Wilkinson, Wm. B. 


Ala. 


Williams, Lemuel A. 


Va. 


Williamson, Francis A. 


Ohio 


Wilson, James W. 


Va. 


Wilson, Samuel W. 


Ga. 


Wilson, Thos. E. 


Va. 


Woolf, Winfield 


Ala. 


Woollen, Chas. W. 


N.C. 


Yates, Levi S. 


N.C. 



